316                               SUBJECT INDEX

Water vapor, volume taken up by     Water, weight of one cubic foot at
one     cu.   ft.     air,   table,                  various temperatures, 94

304                                         Weathered coal, changes in, 224, 262

weight percu. ft. of saturated air,     Wet gas meter, see gas meter

112                                        Wet and dry bulb thermometers, 113

Water, weight of one liter at various     Wiring rubber connections, 19

temperature, 265                    Wiring stopper into burette, 78